

CONSTRUCTION 



Min's Construction 



We have been serving California costumers since 
1979 

"Pride & Quality at It's Extreme!" truly does describe how we do our 
business and how we handle all our clients. 
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Min's Construction Company, General and Commercial Contractor in Los Angeles 



In the past, green building was viewed as a boutique option for commercial construction for Los Angeles residents 
who are willing to pay top-dollar to equip their property with eco-friendly materials. However, today, green building 
is simply the most effective building solution for those who want the most high quality, yet cost-effective results 
from their construction company in Los Angeles. As green building has evolved, one company has remained at the 
forefront of the field since the beginning: Min's Construction. Since 1979, we've been serving California customers 
with energy-efficient, sustainable construction that allows your facility to be reached by all prospective patrons and 
customers. 



Accessibility Efficiency 



As a renowned green building commercial construction company in Los Angeles, we have years of experience 
providing our clients with both new construction and renovations that ensure their structures meet local 
construction codes and ADA standards. This means that individuals with special physical needs will be able to access 
your property. 

ADA standards are issued by the Department of Justice and the Department of 
Transportation, and are designed to ensure that places of public 
accommodation, as well as "commercial facilities" are accessible. The most 
recent ADA Standards offer minimum requirements for newly designed and 
constructed or altered public accommodations and commercial facilities to be 
accessible and usable by individuals with disabilities. In the past, our commercial 
contractor in Canoga Park delivered exceptional results to clients in need of 
construction services that include: 

■ Tenant improvement 

■ Remodeling restrooms and ramps and all other modifications to meet ADA 
requirements 

■ Painting, drywall, general construction 

■ Plumbing, electrical cool white roofing 

■ Concrete, bricks and block construction 




Pride & Quality at its Extreme ! 




Our Experiences 




Min's Construction INC has been serving California customers since 1979. 
"Pride & Quality at its Extreme" truly does describe how we do our business 
and how we handle all our clients. Family owned and operated for nearly 30 
years, our reputation is merited based up on our highest quality of 
workmanship as well as our exceptional customer service. 
We strongly believe that our clients are our biggest assets and we rely on our 
clients's "Word of Mouth" as only form of advertisement. Min's Construction 
INC is a fully licensed, bonded and insured diversified general contracting firm 
and we offer a wide variety of construction services. 



Our experiences allows us to put together a comprehensive planning and an 
accurate timeline.This means your project gets completed on time and within 
budget. 

The exceptional quality of workmanship along with our experience and 
knowledge allows us to handle the smallest projects to the ones you can only 
dream. 

Our extensive knowledge along with 30 years of experience allows us to 
handle many unique projects. Visit our Projects section to see what we've 
accomplished along the years. 



Key Elements of MirTs Construction 




Over 30 Years of Experience Since 1979 License Number: #703081 B C61/D06 
Member of Better Business Bureau Industry Knowledge / Professionalism 
Expedient Bidding Process / Competitive Bidding Design Accountability / 
Budget Accountability / On Time Accountability Post Completion Follow Up / 
Exceptional Customer Service /Insured / Bonded And Much More 



Services 



Roofing 

We are qualified applicators for Quest Construction Products, United Coatings MFG Company, and Subsidiaries Quest 
Specialty Chemicals 

As of January 1, 2010, the California Energy Commission's updated Title-24 Building Energy Efficiency Standards 
for non-residential roofing are now in force, know as "Cool-Roof". 

Our fluid applied Reinforced Roofing system, "Cool Roof, is light weight yet tough and flexible membrane that is 
applied directly over existing roof systems. It is comprised of layers of highly waterproof asphalt emulsion and 
tough polyester fabric. It is surfaced with an extremely durable acrylic coating. These components are fluid applied 
in the field to form a seamless membrane (See the picture below). 

Cool roofs, also called white roofs, are a highly reflective and 
emissive roof coatings that stays 50 to 60 degrees F cooler in 
the summer sun, thereby reducing energy costs, improving 
occupant comfort, cutting maintenance costs, increasing the 
life cycle of the roof, and contributing to the reduction of 
urban heat islands and associated smog. During the 
summer, a typical dark roof is 150 to 190 degrees Fahrenheit 
at peak, while cool roofs peak at 100 to 120 degrees 
Fahrenheit. 

The new Cool Roof requirements affect new construction, 
significant repairs of existing roofs, re-roofing, plus additions 
and alterations of existing buildings and homes. 




General Construction 



We understand how important trust is in a contractor / client relationship. Our clients rely on us to serve on their behalf, 
ethically and responsibly. We have a track record, a record of integrity, expertise and customer satisfaction. Our 
commitment to this is proven by the fact that returning clients account for more than half our business every year. Our 
clients value the relationship we build with them and recognize our commitment to quality, budget and schedule. Clients 
who work with us for one project return to Min's Construction for all their future construction needs. 




We offer a full range of concrete construction and related management services from preconstruction through 
completion. Our professional teams have the collective knowledge and experience for virtually every type of project 
conceivable from light commercial to heavy industrial. Add our can-do spirit, and there is no job Min's Construction 
can't take on. Whatever the challenge, we have what it takes to deliver for your project — no matter how large, how 
long, or how complex. 



Concrete Work 
New Drive Way 
Brickwork 
Block Work 
Concrete Floors 
Walkways 
Concrete 
Restoration & 
Water Proofing 



We repairs cracks, holes or any kind of repair on 
concrete. We remove paint, oil, glue, wax, tar or mastic 
from concrete floor. We also do 1/4" overlay in 12 
different colors. We do any kind of Brick and Concrete 
color. 

Concrete Floor Cleaning 
Crack Repairs 
Industrial Floor Coating 
Concrete Waterproofing 
Sports Court Coatings 



Self Leveling Concrete 

System 

Sealing 

Concrete Walls & Floor 
Coatings 
Epoxy Injection 
Parking Structure Repair 
Caulking 



Electrical 

We take charge of every type of electrical project, combining innovative solutions with savings on equipment and 
installation. Count on us for complete responsibility for design and installation of lighting, motor control, co- 
generation and other complex electrical systems. Our professional engineers, designers and electricians all 
contribute to ensuring our performance meets your expectations, your schedule and your budget. 




BEFORE : 
I Vanderized Main Panel 

San Fernando, CA 





Contact Us 



WE ARE WAITING YOU TO GET IN TOUCH WITH US 



8523 Independence Ave 
Canoga Park, CA 91304 

Fax: (818) 734-7840 
Phone: (818) 631-4285 
Email: minsconstruction@yahoo.com 

http://minsconstruction.com 




